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Date Produced: 10/30/2023 cS 


TULSA COUNTY COURT HOUSE: 


The following is the delivery information for Certified Mail™/RRE item number 9214 8901 9294 1100 
4574 04. Our records indicate that this item was delivered on 10/27/2023 at 11:19 a.m. in SALLISAW, 
OK 74955. The scanned image of ren information is provided below. 
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Signature of Recipient : 


Address of Recipient : 


Thank you for selecting the Postal Service for your mailing needs. If you require additional assistance, 
please contact your local post office or Postal Service representative. 


Sincerely, 
United States Postal Service 


The customer reference number shown below is not validated or endorsed by the United States Postal 
Service. It is solely for customer use. 


This USPS proof of delivery is linked to the customers mail piece information on file 


as shown below: 
RAYMOND MERRILL 
(CM-23-1374/KEVIN HORNE) 


104 N OAK ST 
SALLISAW, OK 74955-4638 


Customer Reference Number: C4558938.27275932 


